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| VC'"' RE MIAMI TEL TO BUREAU, AUG. SIX, LAST, AND MEMPHIS 

f TEL TO BUREAU, AUG. SIX LAST, 
f 

WKKtKBBBtBtk L0CATED HOLLYWOOD, FLA., AND INTER- 
VIEWED TODAY. AT OUTSET OF INTERVIEW, VHHHHHB WAS 

PLEASANT, COOPERATIVE AND FRIENDLY, HOWEVER, Wl|4j QUESTIONED 
RE ASSASSINATION OF MARTIN LUTHER KING, JR., SHE REFUSED TO 
DISCUSS THE MATTER, SAYING SHE WANTED TO HEAR NOTHING 
CONCERNING KING OR WHAT HAPPENDED TO HIM. ALSO DECLINED TO 
FURNISH HER WHEREABOUTS ON NIGHT OF APRIL FOUR, LAST. SHE 
DENIED KNOWING ANYONE BY THE NAME 0F HHmm AS WELL 
AS INDIVIDUALS BY THE NAMES OF ■■BfilllAlMHMBI AND 
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STATED SHE HAS BEEN ^nSerI CONSIDERABLE STRESS AND STRATH * >0 

AND HAS CONSTANT HEAD/OCH^ fcSHfo^TH OF HER DAUGHTER. >5^*^ 
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i-iM (44-1854) 
PAGE TWO 



DISCUSSING ACTIVITIES OF HER DAUGHTER, 



She STATED SHE VA 



UNAWARE AS TO THE EXTENT 



[WAS INVOLVED WITH INDIVIDUALS 



INVOLVED IN BOMBING MATTERS. SHE DESCRIBED HER DAUGHTER AS 

THE 8£ST IBHBBHflHHBBH 1 N 

PRIOR INTERVIEWS WITH S 0 N AND DAUGHTER IN 

[HAS A MENTAL PROBLEM, BUT NO 



LAW INDICATE THAT 
INFORMATION DEVELOPED THAT SHE HAS BEEN IN A MENTAL INSTITUTION 
IT IS NOTED THAT THE VARIOUS INDIVIDUALS IDENTIFIED 



WHEN CONTACTING INFORMANT, HAVE EXTENSIVE HATE 
TYPE BACKGROUNDS AND CAPABLE OF SERIOUS ACTS OF VIOLENCE. 

MIAMI HAS NO REASON TO G$!STION THE INFORMATION FURNISHED 

B ALTHOUGH 



BY INFORMANT, AS HE OBTAINED IT FROM 
INFORMANT IS NOT BEING UTILIZED BY MIAMI, NO INFORMATION HAS 
EVER BEEN RECEIVED FROM HIM WHICH WOULD INDICATE THAT HE IS 
FURNISHING FALSE INFORMATION. 

IT IS, THEREFORE, BEING LEFT TO THE DISCRETION OF THE 
OFFICE OF ORIGIN, WHETHER THE INFORMATION RELATIVE TO [BBH 
[WARRANTS ADDITIONAL INVESTIGATION BY THE MEMPHIS AND 
JACKSON OFFICES. 

AIRMAIL COPIES FURNISHED ATLANTA, CHARLOTTE AND MOBILE. 
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